Fentanyl Citrate Results 



Lab Sample 
ID# 


Observations 

Lorazepam 

(mg/mL) 

GC/MS Full Scan Results 

Similar to Control/1.0 ml 
Punctured/1.0 mL 
Similar to Control/1.0 ml 

1.860 

Confirmed : 

<0.250 

Confirmed 

1.590 

Confirmed 

Similar to Control/1.0 ml 

1.450 

Confirmed 

Similar to Control/1.0 ml 

1.600 

Confirmed 

Similar to Control/1.0 mL 

1.570 

Confirmed 

Similar to Control/1.0 mL 

1.500 

Confirmed 

Punctured/0.65 mL 

0.420 

Confirmed 

Similar to Control/0.9 mL 

1.560 

Confirmed 

Punctured/0.65 mL 

0.400 

Confirmed 

Punctured/0.6 mL 

0.320 

Confirmed 
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